SEPA Environmental Event Report 


Elms Event Number ENV/0891842 Notification Number 1 

Event Description Odour complaint as 2 Sisters Chicken Plant. 


Reported By 
Surname 
Forename 
Organisation 
Name 
Address 1 
Address 2 
Address 3 
Town 
Post Code 
Tel No 
Fax No 

Email Address 


Receiving Officer 

Time Received 17:45:00 

Date Received 13-MAY-18 


Location 


Origin Public Complainant 

Affected Medium Air 

Investigating Team Falkirk, Alloa, Stirling and Perth 

Investigating Officer 


Time Responded 17:55:00 

Date Responded 13-MAY-18 

Within 24? Yes 

Located Notifiers Address? Yes 


Date Event Occurred 13-MAY-18 

Site Name RSA Site? No 


Catchment 

Mental H&S Low 

Assessment 

Assessment 

Description 


Impact 

Category 3 - Minor 

Type 

Odour 

Cause 

Other 

Sector 

Industry 

Source 

Other 

Sepa Activity 

PPC 

Potential Hazard 

Farm Name 



Complainants Notified? Yes 
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SEPA Environmental Event Report 


Action 

Description 


Standby Officer ) contacted the Factory and spoke with who said he would relay this 

complaint of odour to the shift Manager, asked to undertake a boundary odour check and take any appropriate actions. 
Passed to local team 14/05/2018 (monday). 

21/05/18. Noted that had carried out an odour assessment around the area on 

15/05/18 (Tuesday), scotmid car park, King st/ Strathmore ave and Sidlaw street. They had noted an odour at 

3 of the 4 sites (no odour sidlaw). they observed a disticnt chicken factory odour however both officers deemed the 
odour to not be offensive. also w ent on site and spoke w ith - w ho advised 

that operations on site were working as normal. spoke to (15/05/18) who also resides at 

and updated them of their findings. not happy w ith the findings and 

abruptly put the phone dow n on 

Original call w as received during standby hours, w hen duty officers attended during the day they could detect an odour 
but w ere unable to substantiate that it w as offensive. 

NFA in this instance - On-going odour assessments and site inspections being carried out. 
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